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No fKin-compliant items noted this inspection, 

This was a second focused iospection to follow-up on animals found lin need of veterinary care on the £t 
February 2CH3 ingpeclion. 

The lion, arctic Iok, and wolf were eiiamined by Ihe atlending velerinarian on Febnjary 2&, £0t 3. 

The condition of the l»on arud wolf lias improved- 
The arctic lox died on ^/tft'^Cit 3. 

Inspection and exit interview conducted wilh facility respresentative. 
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